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RULES AND REGULATIONS FOR THE 
CLASSIFICATION OF SPECIAL SERVICE CRAFT, 
July 2008 


Notice No. 7 


This Notice contains amendments within the following Sections of the Rules and Regulations for the 
Classification of Special Service Craft, July 2008. The amendments are effective on the dates shown: 


Part Chapter Section Effective 
date 
1 1 1, 2,3, 4,5, 7,8 1 April 2009 
16 2 3 Corrigendum 


It will be noted that the amendments also include corrigenda, which are effective from the date of this Notice. 


The Rules and Regulations for the Classification of Special Service Craft, July 2008 are to be read in conjunction 
with this Notice No. 7. The status of the Rules is now: 


Rules for Special Service Craft Effective date: July 2008 

Notice No. 1 Effective dates: 1 August 2008 & Corrigenda 
Notice No. 2 Effective dates: 1 August 2008 & 1 November 2008 
Notice No. 3 Effective dates: 5 August 2008 & Corrigendum 
Notice No. 4 Effective dates: 1 January 2009 & Corrigendum 
Notice No. 5 Effective dates: 1 March 2009 & Corrigenda 

Notice No. 6 Effective dates: 1 July 2009 & Corrigenda 

Notice No. 7 Effective dates: 1 April 2009 & Corrigendum 
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Part 1, Chapter 1 


Part 1, Chapter 1 
General Regulations 


Effective date 1 April 2009 


i Section 7 


7.7 Lloyd's Register (hereinafter referred to as ‘LR’), which is recognised under the laws of the United Kingdom as a 
corporate body and a charity established for the benefit of the community, was founded in 1760. It was established for the 


purpose of producing a faithful and accurate Glassificaten-ofMerchant-Shisping classification of merchant shipping. It now 
primarily produces Glassiicatioer classification Rules. 


zB Section 2 


2.1 LR remains the sole classification society in the LR Group. LR is managed by a Board of Trustees (hereinafter referred 
to as ‘the Board’). 


The Board has: 


Appeinted appointed a Classification Committee and determined its powers and functions and authorised it to delegate certain of 
its powers to a Classification Executive and Devolved Classification Executives; 
Appointed appointed Technical Committees and determined their powers, functions and duties. 


iz Section 3 


3.7 LR's Technical Committee is at present composed of a maximum of 80 members which includes: 

Ex officio members: Tome 
e = Re Chairman and Chief Executive Officer Of LR .......ccccceeccccceceecccceesueececeeeusueeceeceeesaeeceeeesuueeeeeeeeuaesesseeeusaeeeeseennaaness 4+ 

e = Fe Chairman of the Classification Committee OF LR........ ec ccccceccccseeceeseeceeaeeeesueeceseeeeeseeseesneseeanestsanestsaeeetsaeeetanesensaes 4 


Members Nominated by: 
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e = Fhe Institution of Engineers and Shipbuilders in SCOUANG oo... eee en etree erent ean etaaaeeeeees 2 
e = Fhe Institute of Marine, Engineering, Science and TECHNOlOGY ooo eeecece ete teen eee nent tne nent anteeeer rte 2 
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e =e Shipbuilders’ and Shiprepairers' ASSOCIATION oe... eee cece ee cette eee ee ene e eee tne nena eee neeeeeaaeaaa 2 
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e The Society of Consulting Marine Engineers and Ship Surveyors oo... eeeeecccce eee ee eeeeeeeeeeeeeeteet ee ee ease ease eaeeeeeeeeeees 4 
OF  {Crovnnlanvialiny? Chr Eliteyorete ln) SIM OWIC SS ASISCICTENIONNIS, crcnsaosasoudacnandosodesesane suadan ode aousn6danopueadeadsudaseascecuadanadasdaddanane 1 
0] SOCISTYZOh MantiMerlMGUSthloSseseyescn reeset cee caren atene tacts ete hes acct ere cic e aney. av ares tran can eae eee eee ceed 2 
e EuropeamiMarineg: EQuipmetntsG OU MnCl Mer craececet ce sneec ee te retete ke aera vate env rete Ne rr oe ri atte ea ee RR I Bete a eee Ven eee 1 
e (Cl atetanl ofe{esio)Res| | ©) ©} Late Peaaetarsem tear tear cr cee nat ier ara neat cary eee re vir ema er ER eR cee ones Cee 1 
- 4+ 
a 

a 

a 

a 

a 

a 

a 

a 

a 

e . .Greek Shipping Co-operation Committee: cic cides wee yet eee eee ene Yin debbie ene ena daniels 1 
 nicihationalFAssociaionmo f@ikandiGasiprodUccisueee ee ee ee ee eee 1 


Part 1, Chapter 1 


3.2 In addition to the foregoing: 

(a) Each National or Area Committee may appoint a representative to attend meetings of the Technical Committee. 

(b) A maximum of five representatives from National Administrations may—wHth+he-cerser+-ofthetechricatCoramites; be 
co-opted to serve on the Technical Committee. Sueh+epresentatives Representatives from National Administrations may 
also be elected as members of the Technical Committee under one of the categories identified in 3.1. 

(c) Further persons may-with-+he-corsernt+oftthe—techricatCorarittee, be co-opted to serve on the Technical Committee 
by the Technical Committee. 


3.4 The function of the Technical Committee is to consider: 

(a) any technical issues connected with LR’s marine business; 

(b) any proposed alterations in the existing Rules; 

(c) any new Rules for classification; 

Where changes to the Rules are necessitated by mandatory implementation of International Conventions, Codes or Unified 
Requirements adopted by the International Association of Classification Societies these may be implemented by LR without 
consideration by the Technical Committee. 


3.5 The term of office of the Chairman and of all members of the Technical Committee is five years. Members may be 
re-elected to serve eRe an additional term of office with the approval of the Board. The term of office of the Chairman may be 
extended with the approval of the Board. 


3.6 In the case of continuous non-attendance of a member, the Technical Committee may withdraw FisARer membership. 


3.7 Meetings of the Technical Committee are convened as often and at such times and places as is necessary, but there is 
to be at least one meeting in each year. Urgent matters may be considered by the Technical Committee by correspondence. 


3.8 Any proposal efthe—Feehricat-CGeramittee involving any alteration in, or addition to, Part 1, Chapter 1 of Rules for 
Classification is subject to approval of the Board. All other proposals for additions to or alterations to the Rules for Classification 
other than Part 1, Chapter 1, will; following consideration and approval by the Technical Committee; either at a meeting of the 
Technical Committee or by correspondence, be submited recommended to the Board for adoption. 


|_| Section 4 


4.1 LR's Naval Ship Technical Committee hereinater+referrecdto-—as—the-NSTC- is at present composed of wee a 
maximum of 50 members and includes aermiRees-eF: 

Ex officio members 

e° Chairman and Chief Executive Officer of LR 


Member nominated by: 

Naval Ship Technical Committee; 

The Royal Navy and the UK Ministry of Defence; 

UK Shipbuilders, Ship Repairers and Defence Industry; 
Overseas Navies, Governments and Governmental Agencies; 
Overseas Shipbuilders, Ship Repairers and Defence Industries; 


4.3 All members of the NS#6 Naval Ship Technical Committee are to hold security clearance from their National Authority 
for the equivalent of NATO CONFIDENTIAL. All material is to be handled in accordance with NATO Regulations or, for non-NATO 
countries, an approved equivalent. No classified material shall be disclosed to any third party without the consent of the 
originator. 


4.4 The term of office of the NS#6 Naval Ship Technical Committee Chairman and of all members of the NS+G Naval Ship 
Technical Committee is five years. Members may be re-elected to serve ere an additional term of office with the approval of the 
Board. The term of the Chairman may be extended with the approval of the Board. 


4.5 In the case of continuous non-attendance of a member, the NS+6 Naval Ship Technical Committee may withdraw hat 
perser+s membership. 


Part 1, Chapter 1 
4.6 The function of the NS+6 Naval Ship Technical Committee is to consider technical issues connected with Naval Ship 
matters and to approve proposals for new Naval Ship Rules, or amendments to existing Naval Ship Rules. 


4.7 Meetings of the NS#6 Naval Ship Technical Committee are convened as necessary but there will be at least one 
meeting per year. Urgent matters may be considered by the Naval Ship Technical Committee by correspondence. 


4.8 Any proposal involving any alteration in, or addition to, Part 1, Chapter 1 of Rules for Classification of Naval Ships is 
subject to approval of the Board. All other proposals for additions to or alterations to the Rules for Classification of Naval Ships, 
other than Part 1, Chapter 1, will following consideration and approval by the Naval Ship Technical Committee, either at a 
meeting of the Naval Ship Technical Committee or by correspondence, be recommended to the Board for adoption. 


4.9 The Naval Ship Technical Committee is empowered to: 

(a) appoint sub-Committees or panels; and 

(6) co-opt to the Naval Ship Technical Committee, or to its sub-Committees or panels, representatives of any organization or 
industry or private individuals for the purpose of considering any particular problem. 


|_| Section 5 


(Part only shown) 

ot LR has the power to adopt, and publish as deemed necessary, Rules relating to Glass##eates classification and has (in 

relation thereto) provided the following: 

(c) All reports of survey are to be made by Surveyers Surveyors authorised by members of the LR Group to survey and report 
(hereinafter referred to as 'the Surveyors') according to the form prescribed, and submitted for the consideration of the 
Classification Committee. 


i Section 7 


7.1 LR has the power to withhold or, if already granted, to suspend or withdraw any ship from class (or to withhold any 
certificate or report in any other case), in the event of non-payment of any fee to any member of the LR Group. 


| Section 8 


8.1 When providing services LR does not assess compliance with any standard other than the applicable LR Rules, 
international conventions; and other standards agreed in writing. 


Part 16, Chapter 2 


Part 16, Chapter 2 
Electrical Engineering 


CORRIGENDUM 


a Section 3 
Emergency source of electrical 


power 
3.7 Radio installation 
3.7.7 If an uninterrupted input of information from the 


craft’s navigational or other equipment to a radio installation 
as referred to in 3-44 3.7.2 is needed to ensure its proper 
performance, means are to be provided to ensure the 
continuous supply of such information in the event of failure 
of the craft’s main or emergency source of electrical power. 
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